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This appendix describes maintenance and equipment replacement procedures 
for the QCA144 Remote Peripheral Equipment (RPE) cabinet and related 
equipment. 


Fault clearing for the RPE housed in the QCA144 cabinet is described in 
Remote Peripheral Equipment maintenance procedures (553-2601-500). 
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